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Message Text 



UNCLASSIFIED 

PAGE 01 IAEA V 09739 2615 17Z 
46 

ACTION SCI-06 

INFO OCT-01 10-14 ISO-OO ACDA-19 CIAE-00 INR-10 L-03 

NSAE-00 NSC-10 RSC-01 SCEM-02 DRC-01 /067 W 

081025 

R 261500Z NOV 73 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 3687 
INFO AEC GERMANTOWN 

UNCLAS IAEA VIENNA 9739 

E.O. 11652: N/A 

TAGS: TECH, IAEA, AORG, OCON 

SUBJECT: IAEA PANEL ON PROGRAMMING AND CARRYING OUT OF COMMISSIONING 
TESTS FOR REACTOR PLANTS AND CRITICAL ASSEMBLIES, 

VIENNA, 12/10-14/73 

REF: IAEA VIENNA 9353 AND 8209 

1. AGENCY HAS AGAIN INQUIRED RE U.S. PARTICIPATION SUBJECT PANEL. 

2. MISSION WOULD GREATLY APPRECIATE RESPONSE.PORTER 



UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 
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Control Number: n/a 
Copy: SINGLE 
Draft Date: 26 NOV 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973IAEAV09739 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: IAEA VIENNA 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: linkl 973/newtext/tl 9731 1 14/aaaaajtq. tel 

Line Count: 38 
Locator: TEXT ON-LINE 
Office: ACTION SCI 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: IAEA VIENNA 9353 AND 8209 
Review Action: RELEASED, APPROVED 
Review Authority: kellerpr 
Review Comment: n/a 
Review Content Flags: 

Review Date: 07 FEB 2002 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <07 FEB 2002 by phillir0>; APPROVED <13 FEB 2002 by kellerpr> 
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Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: IAEA PANEL ON PROGRAMMING AND CARRYING OUT OF COMMISSIONING TESTS FOR REACTOR PLANTS AND CRITICAL 
ASSEMBLIES 
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